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C. ALL FLIGHT LINES UP TO POINT T WERE 9% PERCENT CLEAR. ALL 


25X1A FLIGHT LINES PAST POINT T APPEARED TO BE OVERCAST. ARTICLE 
RETURNED DIRECTLY FROM POUNT Tf i DUE TO A/C GENERATOR 
FASLURE.. 
C. NONE. 
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